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GRAFTON,  WEST  VIRGINIA 


Mother  Church  of  Mother's  Day. 

In  this  Church,  Mother's  Day  was 
first  celebrated  on  May  10,  1908. 

It  is  now  one  of  the  four  Methodist 
Shrines  in  the  United  States. 
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